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placed by water as long as there is material in excess
to saturate the water.

" 2. A bottle containing dilute baryta water. The
bottle is provided with a small absorption flask con-
taining pumice-stone saturated with caustic potash,
for freeing the entering air from carbon dioxide
(Fig. 99). This dilute baryta water is made by add-
ing about 30 ccm. of concentrated barium hydroxide
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solution to 1 liter of water, or directly by dissolv-
ing 1.7 g. of a mixture of barium hydroxide and
barium chloride (20 : 1) in 1 liter of distilled water.
"3. A solution of oxalic acid containing 5.6325 g,
of crystallised oxalic acid in 1 liter of water. 1 ccm.
= 1 ccm. C02.
" 4. A solution of phenol-phthalem, 1 part in 250
parts of alcohol.